Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 KARACH 01066 101009Z 
50 

ACTION NEA-05 

INFO OCT-01 EA-07 ISO-OO EB-05 DRC-01 RSC-01 /020 W 

104228 

R 100945Z MAY 74 
FM AMCONSUL KARACHI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8090 
AMEMBASSY ISLAMABAD 
AMEMBASSY BEIRUT 
AMCONSUL LAHORE 
AMEMBASSY TEHRAN 
AMEMBASSY SINGAPORE 

UNCLAS KARACHI 1066 

E.O: 11652N/A 
TAGS: BEXP, PK 

SUBJECT: FOREIGN GOVERNMENT TENDER: HIGH TENSION UNDERGROUND 
CABLES. 

REF : KARACHI 0873 

1. 535/02/T 0023 

2. 051074 

3. L S ALLAN 

4. 535 PAKISTAN 

5. Q 

6A. REPLY TO - 

6B. PROJECT ENGINEER 

6C. THE KARACHI ELECTRIC SUPPLY CORPORATION LIMITED 
AIMAI HOUSE, ABDULLAH HAROON ROAD. 

P.O.BOX 7197, 

KARACHI PAKISTAN. 

7. PE-ADB-T1/2R 

8. 052274 

9. 201 

10. 3315121-2000 HIGH TENSION UNDERGROUND CABLE OF THE 
FOLLOWING DESCRIPTION SIZES AND QUANTITIES., 12 KV, 3 
CONDUCTORS OF ALUMINIUM CONCENTRIC STRAND CROSS LINKED 

UNCLASSIFIED 

UNCLASSIFIED 
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POLYETHYLENE INSULATED, SHIELDED, PVC INNER JACKETTED, 
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GALVANISED, FLAT STEEL TAPE ARMOURED AND SHEATHED WITH 
PVC JACKET, CAPABLE OF OPERATING CONTINUOUSLY AT A 
CONDUCTOR TEMPERATURE OF NOT LESS THAN 90 DEGREES C AND 
SHALL BE RATED UPTO AND INCLUDING 12,000 VOLTS IN A 50 CYCLE, 

3 PHASE GROUNDED NEUTRAL SYSTEM. CONDUCTOR SHALL BE OF 
EC GRADE ALUMINIUM CONCENTRIC, STRANDED IN ACCORDANCE WITH 
ASTM B 230 SIZES AND QUANTITIES (A) 3 AWG (0.0413 SQ. 

INCH), 7000 YARDS (B) 3/0 (0.1317 SQ.IN) 12,000 YARDS 
(C) 350 (0.2747 SQ.INCH), 30,000 YARDS (D) 550 (0.4317 
SQ. INCH) 60,000 YARDS. VALUE APPROXIMATELY DOLS2.0 
MILLION. 

1 1 . TENDER TO BE FINANCED BY LOAN FROM ASIAN DEVELOPMENT BANK 
SPECIAL FUNDS. BID DEADLINE AS SHOWN UNDER ITEM 8 ABOVE 
IS AS STIPULATED IN PRESS ANNOUNCEMENT OF APRIL 10, 1974. 
HOWEVER, THE UNITED STATES HAS RECENTLY FINALIZED ITS 
CONTRIBUTION TO THE ADB SPECIAL FUNDS, THEREBY MAKING US 
SUPPLIERS ELEGIBLE FOR THIS TENDER. KESC OFFICIALS HAVE 
REQUESTED A 30 DAY EXTENSION OF THE BID DUE DATE FROM ADB 
IN ORDER TO GIVE AMERICAN SUPPLIERS CHANCE TO BID. ADB 
APPROVAL OF REQUEST FOR EXTENSION IS EXPECTED AND AMERICAN 
SUPPLIERS SHOULD PRESUME THAT BID DUE DATE IS ABOUT JUNE 
20, 1974. 

TENDER DOCUMENTS MAY BE PURCHASED FOR DOLS10 FROM PROJECT 
ENGINEER, KARACHI ELECTRIC SUPPLY CORPORATION LIMITED, 

AIMAI HOUSE, ABDULLAH HAROON ROAD, KARACHI - PAKISTAN. ONE 
SET TENDER DOCUMENTS WILL BE AIR POUCHED COMMERCE MAY 10, 
1974 AND ONE SET AMEMBASSY BEIRUT SAME DATE. 

BRYANT 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KARACFI01066 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 14-0565 
From: KARACHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740558/aaaabzpv.tel 

Line Count: 90 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: KARACHI 0873 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 OCT 2002 by shawdg>; APPROVED <07 JAN 2003 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: HIGH TENSION UNDERGROUND CABLES. 
TAGS: BEXP, PK 
To: COM 
Type: TE 
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